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SUBJECT: IAEA TRAINING COURSE ON NUCLEAR POWER PROJECT 
PLANNING, KARLSRUHE, FRG, SEPTEMBER 8 - DECEMBER 19, 1975 

REF: IAEA VIENNA 4391 AND 4903 

1. ERDA INTERESTED IN PROVIDING LECTURER ON "EXPORT AND 
IMPORT PROVISIONS FOR NUCLEAR MATERIALS AND POWER PLANTS, FROM 
LEGAL POINT OF VIEW" AS REQUESTED IN VIENNA'S 4903. 

2. IN ADDITION SHAPAR, NRC, WHO HAS ALREADY BEEN NOMINATED 
TO LECTURE ON DIFFERENT REGULATORY PRACTICES, ERDA SEEKING 
LECTURERS FOR OTHER TWO SUBJECT MENTIONED IN VIENNA'S 4391. 

WILL ADVISE IN EARLY JULY. INGERSOLL 
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